Executive Meeting 22 October 1970 


Lakehead Amateur Radio Club 


On October 22nd 1970, an Executive meeting of the Lakehead 
Amateur Radio Club was held at the home of President, Les Harris 
— VE3AYZ at 8:30 pm. 


The following were present: 


President: Les Harris — VE3AYZ 
Vice President: Vic Bel — VE3ECV 
Secretary Treasurer: Bill Klemacki —- VE3EEW 
Directors: Ray Forslund — VE3EDZ 


Jack Trimble - VE3GOH 
Peter Boyle —- VE3DPJ 


It was unanimously carried that (future regular) meetings 
would start at 8 pm sharp and finish by 9:30 pm, with a programme 
and agenda to be printed in High-Q before the meeting. 


Les has asked Dr. George Clark —- VE3ER if he would give a talk 
on his animal tracking experiences and George had agreed. 


The December meeting would possibly be a dinner meeting, with 
the details to be investigated by Vic Bel —- VES3ECV. 


A discussion was held on where to keep the Club's SSB and VHF 
FM gear, and Les mentioned that he had given Mr. Fallen 
assurances that the FM gear would be kept at the EMO building. 
The HW-12A and associated equipment would be kept at the EMO 
building during the period September through December, and it 
would be available to Club members from January through August. 


Emergency Coordinator for the Lakehead, Les Harris — VE3AYZ 
mentioned that the Search and Rescue Unit were interested in 
having all communications in a central location where queries 
could be handled as well as keeping in touch with base camp on 75 
Metres. The Unit wanted to know the Club's position on this idea. 
The Executive were in favour of using the facilities at VE3ZCD 
wherever possible, with rigs volunteered for operation from this 
location. 


Final discussions were held concerning the Emergency Exercise 
on October 31. 


The meeting adjourned at 10:45 pm. 
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